SYSTEMON oa ASSET as SOFTWARE 


Ẹ] GET IT TODAY! 


You can’t be everywhere at once and managing large scale installations 
can be a challenge. Monitor Shure inventory and battery health in real 
time and troubleshoot on the go with SystemOn. 


PEACE OF MIND 
Stay one step ahead with text and email alerts 


a MANAGING SCALE 
Manage a successful deployment of a large 


enterprise or campus 


E TME SAVING 


Maximize control of your organization's audio on 
your mobile device 


= [e] SECURE SYSTEM 
Customize access and permission 


COMPATIBLE PRODUCTS 


Contact one of our sales 
representatives 


MICROFLEX® ADVANCE™ INTELLIMIX® P300 AUDIO ANIUSB-MATRIX USB AUDIO MICROFLEX® WIRELESS ULX-D DIGITAL WIRELESS SCM820 
TABLE AND CEILING ARRAY CONFERENCING PROCESSOR NETWORK INTERFACE MICROPHONE SYSTEM MICROPHONE SYSTEM AUTOMATIC MIXER 
MICROPHONES 
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